I Think You Will Love This Music Too - Montage #127 


“Back to Bach - Orgelwerke” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Johann Sebastian BACH (1685-1750) 


00:00 

Passacaglia & Fugue in C minor/en ut mineur, BWV 
582 

Ian Tracey 

Instrument: Organo del Sol Mayor , 

Iglesia de Nuestra Sehora de la 
Encarnacion de Marbella, Espaha 


Eight Short / Huit petits Preludes & Fugues 

Piet Kee 

Instrument: Muller, St. Bavo, 

Flaarlem,Netherlands (Pays Bas) 

12:18 

C Major / ut majeur, BWV 553 


16:30 

D minor / re mineur, BWV 554 


20:22 

E minor / mi mineur, BWV 555 


25:18 

F Major / fa majeur, BWV 556 (Second/deuxieme 
version) 


28:28 

G Major / sol majeur, BWV 557 


32:51 

G minor / sol mineur, BWV 558 


36:57 

A minor / la mineur, BWV 559 


40:15 

B Flat Major/ si bemol majeur, BWV 560 



Die Kunst der Fuge (The Art of Fugue / L’art de la 
fugue), BWV 1080 (Selections) 

Glenn Gould 

Instrument: Casavant, All Saint's 

Church, Kingsway, Toronto, Canada 

44:32 

Contrapunctus # 1 


47:17 

Contrapunctus # 2 


50:01 

Contrapunctus # 3 























Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 

52:21 

Contrapunctus # 4 


55:43 

Contrapunctus # 5 


58:37 

Contrapunctus # 6, a 4 in stile francese 


63:34 

Contrapunctus # 7, a 4 per augmentationem et 
diminutionem 


67:23 

Contrapunctus # 8, a 3 


72:18 

Contrapunctus # 9, a 4 alia duodecima 



(Total - 75:27) 











